FISH & NEAVE 

1251 AVENUE of th# AMERICAS, NEW YORK, N.Y. 10020 
COPY 


CLT/MAT:- 2915.332 


i 


••BaUffifcdCtf_ 

• ~geerest Z 
• titUS&ft&n _ 


•PATENT DEPT. 


March 22, 1993 


By Facsimile - 
Confirmation Bv Mail 

James E. Schardt, Esq. 

Assistant General Counsel 
Philip Morris Management Corp. 

P.O. Box 26583 

Richmond, Virginia 23261-6583 

PM—1268 Finland 


Dear Jim: 


John Bass' letters of February 9, 1993 and March 
9, 1993 state that the Finnish Examiner has issued a final 
rejection of the claims directed toward a semi-continuous 
method of extraction, where the solvent is in the 
supercritical state. The Examiner has relied upon Roselius 
et al. (DE 2 043 537) and Staley et al. (U.S. Pat. No. 
3,139,435). 


The term for filing a fully argued appeal expires 
April 5, 1993. I attach a draft letter to John Bass 
regarding such an appeal. Please let me know if you want to 
file an appeal in this case. 


Very truly yours, 


Ronald A. Krasnow 
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